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STATINTL 


ODP- 0-57 2 
1 lay 1930 


MEMORANDUM FORj 
FROM! 

SUBJECT! 


Deputy Du rotor for Administration 

Brua*a r. Johnson 

Director ;f Data Processing 

ODP Report for Week raiding 
30 April 198 0 


nee 

tload, and availability for 
IMDEV and < AMP ROD) and Ruffing 
within the desired ranges 
jril 1930. Availability 
.rally high for all of these 
ting week. JtE3 {batch service) , 
•I:ta rases System) and GIKDKV 
c sc 3 Syateri) all iad 100% 


Computer Systems Perform ? 

The performance , wot 
GIMS services (GIMP ROD, ' 

Center batch service vert 
for the week of 21 - 27 
percentages were except it 
services during the. repot 
GIMPROD (GIM Production I 
(GIM Deve loiJiaen talDat^) 
availability. 

HPIC Batch Tom Inals Ap pr< >yed 

ODP concurred in a a^uest from aPIC for six Hetra 

remote batch terminals ( ») costing 171,0 . 

RBT*s are part of NPIC'a planned upgrao^r^a the Lnivac 494 

to the Univac 1100/44 an! 1100/31. STATINTL 

IBM 360/67 

ODP is declaring the IBM 360/C 7 computer currently 
used for TADS as excess to its needs. ODP ormed 

Directorate ADP Control Officers wai-nhiUty 

this equipment. ODP is replacing the 3&0/o7 with' SJSJation 
370/158 as the final step in a plax to replace 360 generat^n 
equipment with improve-’ 370 generation equipment. ^^^*TATINTL 

/s/ Ejuso T- Johnson 


Bruce 


Jolxnaon 
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